BUREAU VERITAS 


Certification 





















SCOTTISH POWER ENERGY NETWORKS HOLDING 


PLC 
KNOWN AS: SP ENERGY NETWORKS 


SCOTTISH POWER ENERGY NETWORKS HOLDING PLC, 
SCOTTISH POWER HOUSE, 320 ST VINCENT STREET, GLASGOW, 
G2 5AD 


This is a multi-site certificate, additional site details are listed in the appendix to this certificate 


Bureau Veritas Certification Holding SAS — UK Branch certify that the Management System 
of the above organisation has been audited and found to be in accordance with the 
requirements of the management system standards detailed below 


ISO 9001:2015 & ISO 14001:2015 


Scope of certification 


Asset and Operational Management of the Transmission & Distribution Networks assets in Licenced 
areas Central and Southern Scotland, North Wales, Merseyside, Cheshire and North Shropshire. 
Including: Lifecycle management of the assets (planning, design, procurement, installation and 
commissioning) Construction (new build and refurbishment), Operation, Maintenance, Repair, 
Commercial Connections; Decommissioning and disposal of power system assets in line with 
Regulatory requirements. 


Original cycle start date: 02 AUGUST 2018 


Recertification cycle start date: 11 OCTOBER 2018 


Subject to the continued satisfactory operation of the ärganisaton’s 10 OCTOBER 2021 
Management System, this certificate expires on: 


Certificate No. UK010371 Version: 2 Revision Date 03 OCTOBER 2018 
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UKAS 
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SYSTEMS 





Certification body address: 5th Floor, 66 Prescot Street, London E1 8HG, United Kingdom. 0008 
Local office: 5th Floor, 66 Prescot Street, London E1 8HG, United Kingdom. 


Further clarifications regarding the scope of this certificate and the applicability of the management system 


requirements may be obtained by consulting the organisation. 
To check this certificate validity please call: +44 (0) 207 550 8998 
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BUREAU VERITAS 


Certification 

















SCOTTISH POWER ENERGY NETWORKS HOLDING 


PLC 
KNOWN AS: SP ENERGY NETWORKS 


ISO 9001:2015 & ISO 14001:2015 
Scope of Certification 


Asset and Operational Management of the Transmission & Distribution Networks assets in Licenced 
areas Central and Southern Scotland, North Wales, Merseyside, Cheshire and North Shropshire. 
Including: Lifecycle management of the assets (planning, design, procurement, installation and 
commissioning) Construction (new build and refurbishment), Operation, Maintenance, Repair, 
Commercial Connections; Decommissioning and disposal of power system assets in line with 
Regulatory requirements. 


Site Name/ Location Site Addition Date Site Address 


LLUSET 
LLANBADARN FAWR, 
ABERYSTWYTH, 
SY23 3UA 


ABERYSTWYTH 02-08-2018 


MONA INDUSTRIAL PARK, 
GWATCHMAL, 
ANGLESEY, 

LL65 4RJ 


ANGLESEY 02-08-2018 


NORTH ROAD, 
BERWICK UPON TWEED 02-08-2018 BERWICK UPON TWEED, 
TD15 1UN 


OCHIL HOUSE 
HAMILTON TECHNOLOGY PARK, 
BLANTYRE, 

G72 OHT 


BLANTYRE 02-08-2018 


FALKIRK ROAD, 

BONNYBRIDGE, 

STIRLINGSHIRE, 
FK4 1SN 


BONNYBRIDGE 02-08-2018 


GATEWAY HOUSE, 
OLD HALL ROAD, 
BROMBOROUGH. 

CH62 3NX 


BROMBOROUGH danaa 


ST HELEN’S ROAD 
CAERNARFON 02-08-2018 CAERNARFON 
LL55 2YB 


55 FULLERTON ROAD, 
CAMBUSLANG, 
GLASGOW 
G32 8FA 


CAMBUSLANG 02-08-2018 
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SCOTTISH POWER ENERGY NETWORKS HOLDING 


PLC 
KNOWN AS: SP ENERGY NETWORKS 


ISO 9001:2015 & ISO 14001:2015 
Scope of Certification 


Asset and Operational Management of the Transmission & Distribution Networks assets in Licenced 
areas Central and Southern Scotland, North Wales, Merseyside, Cheshire and North Shropshire. 
Including: Lifecycle management of the assets (planning, design, procurement, installation and 
commissioning) Construction (new build and refurbishment), Operation, Maintenance, Repair, 
Commercial Connections; Decommissioning and disposal of power system assets in line with 
Regulatory requirements. 


Site Name/Location Site Addition Date Site Address 


RICCARTON MAINS ROAD, 
CURRIE 
EDINBURGH 
EH14 5AA 


CURRIE 02-08-2018 


LEAFIELD ROAD 
DUMFRIES 02-08-2018 DUMFRIES 
DG1 2DS 


30 MELROSE ROAD 
GALASHIELS 02-08-2018 GALASHIELS 
TD1 2BZ 


WOODGATE DRIVE 
GLENROTHES 02-08-2018 GLENROTHES 
KY7 4PD 


GREENHOLM STREET 
KILMARNOCK 02-08-2018 KILMARNOCK 
KA1 4DR 


LISTER DRIVE 
TUEBROK 
LIVERPOOL 
L13 7JH 


LIVERPOOL 02-08-2018 


1 NARROW LANE 
LLANDUDNO JUNCTION 
CONWY 
LL31 9BB 


LLANDUDNO JUNCTION 02-08-2018 


ERF WAY 
MIDDLEWHICH 02-08-2018 MIDDLEWICH 
CW10 0QJ 
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SCOTTISH POWER ENERGY NETWORKS HOLDING 


PLC 
KNOWN AS: SP ENERGY NETWORKS 


ISO 9001:2015 & ISO 14001:2015 
Scope of Certification 


Asset and Operational Management of the Transmission & Distribution Networks assets in Licenced 
areas Central and Southern Scotland, North Wales, Merseyside, Cheshire and North Shropshire. 
Including: Lifecycle management of the assets (planning, design, procurement, installation and 
commissioning) Construction (new build and refurbishment), Operation, Maintenance, Repair, 
Commercial Connections; Decommissioning and disposal of power system assets in line with 
Regulatory requirements. 


Site Name/Location Site Addition Date Site Address 


21 BROAD STREET 
NEWTOWN 
POWYS 
SY16 2NE 


NEWTOWN 02-08-2018 


MAESBURY ROAD 
OSWESTRY 
SHROPSHIRE 
SY10 8JL 


OSWESTRY 02-08-2018 


TREMADOG ROAD 
PORTHMADOG 02-08-2018 PORTHMADOC 
LL49 9HR 


NORTH CHESHIRE TRADING ESTATE 
PRENTON WAY 
BIRKENHEAD 
CH43 3ET 


PRENTON 02-08-2018 


FACTORY ROAD, 
SANDYCROFT 
QUEENSFERRY 02-08-2018 QUEENSFERRY 
DEESIDE 
CH5 2QJ 


CEFNDY ROAD, RHYL 
RHYL 03-10-2018 DENBIGHSHIRE 
LL18 2TT 


BLACKPARK INDUSTRIAL ESTATE 
OFF FOUNTAIN WAY 
STRANRAER 02-08-2018 COMMERCE ROAD 
STRANRAER 
DG9 7UD 


ST VINCENT CRESCENT 


GLASGOW 02-08-2018 GLASGOW 
G3 8LT 
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SCOTTISH POWER ENERGY NETWORKS HOLDING 


PLC 
KNOWN AS: SP ENERGY NETWORKS 








ISO 9001:2015 & ISO 14001:2015 


Scope of Certification 








Asset and Operational Management of the Transmission & Distribution Networks assets in Licenced 
areas Central and Southern Scotland, North Wales, Merseyside, Cheshire and North Shropshire. 
Including: Lifecycle management of the assets (planning, design, procurement, installation and 
commissioning) Construction (new build and refurbishment), Operation, Maintenance, Repair, 
Commercial Connections; Decommissioning and disposal of power system assets in line with 
Regulatory requirements. 


Site Name/Location Site Addition Date Site Address 


53 FISHWIVES CAUSEWAY 


TELFERTON INDUSTRIAL ESTATE 
TELFERTON 02-08-2018 EDINBURGH 


EH7 6UX 


WREXHAM ROAD 


RHOSTYLLEN 
WREXHAM 02-08-2018 WREXHAM 


LL14 4DU 


WILDERSPOOL CAUSEWAY 
WARRINGTON 03-10-2018 WARRINGTON 
WA4 6QD 
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Certification body address: 5th Floor, 66 Prescot Street, London E1 8HG, United Kingdom. 
Local office: 5th Floor, 66 Prescot Street, London E1 8HG, United Kingdom. 


Further clarifications regarding the scope of this certificate and the applicability of the management system 


requirements may be obtained by consulting the organisation. 
To check this certificate validity please call: +44 (0) 207 550 8998 
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